To:  Gray,  David[gray. david@epa.gov] 

From:  Harrison,  Melissa 

Sent:  Mon  8/17/2015  12:11:25  AM 

Subject:  Fwd:  No  New  Data  is  Expected  Tonight 

FYI 

Melissa  Harrison 
Press  Secretary 
EPA 

Office:  (202)  564-8421 
Mobile:  (202)  697-0208 

Harrison.Melissa@epa.gov 


Begin  forwarded  message: 


From:  "Davis,  Tim"  <Davis.Tim@epa.gov> 

Date:  August  16,  2015  at  5:46:23  PM  MDT 

To:  "Purchia,  Liz"  <Purchia.Liz@epa.gov>.  EOC  Public  Information 
<EOC  Public  Information@,epa.gov> 

Cc:  "Harrison,  Melissa"  <Harrison.Melissa@cpa.gov>,  "StClair,  Christie" 
<StClair.Christie@epa.gov>.  "Hull,  George"  <Hull  .George@epa.gov>.  "Tubs,  Dana" 
<Tulis  .Dana@epa.gov> 

Subject:  RE:  No  New  Data  is  Expected  Tonight 


Hi  everyone! 

It’s  now  posted  - thanks! 

http://www2.epa.qov/qoldkinqmine/gold-king-mine-data-august-13-2015 

Let  me  know  if  you’d  like  me  to  change  the  TITLE  of  the  file  after  the  “Open  or  download 
the  data  file:” 


Thanks! 


-Tim 


1796283 


ED  000552E  00003489-00001 


From:  Purchia,  Liz 

Sent:  Sunday,  August  16,  2015  5:42  PM 
To:  EOC  Public  Information 

Cc:  Harrison,  Melissa;  StClair,  Christie;  Hull,  George;  Davis,  Tim;  Tulis,  Dana 
Subject:  Re:  No  New  Data  is  Expected  Tonight 


Thank  you! 
Liz  Purchia 
U.S.  EPA 
202-564-6691 
202-841-2230 


On  Aug  16,  2015,  at  7:18  PM,  EOC  Public  Information 

<EOC  Public  Information^  cpa.uov>  wrote: 

All: 

Tim  should  have  the  R6  EOC-approved  data  for  posting.  No  new  data  is  expected 
for  review  or  posting  tonight. 

I am  planning  to  leave  the  EOC  shortly.  I can  not  see  EOC  PIO  e-mail  when  I 
depart.  If  you  need  to  contact  me,  please  CC  my  personal  EPA  e-mail. 

Cheers, 

Jennifer 

202-573-1259 


1796283 


ED  000552E  00003489-00002 


